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March 12, 2002 


Candace Adams 
Senior Research Scientist 
Scientific Affairs - Clinical Studies 
Philip Morris USA 
4201 Commerce Road 
Richmond, VA 23261-6583 

Re: 466-03: ACCORD 

Topography Units 
Dear Candace: 

Enclosed are two Plowshare Devices, one optical and the other mechanical, to be used 
during our upcoming study. Also included^are two batteries and the training instruction 
sheet that Mark discussed with us yesterday. 

Please let me know if you have any questions or concerns. Hope to see you on Sunday, 
March 17th. 

Sincerely, 

Kimberly Prchal 

Senior Clinical Study Manager 
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